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SUPJERE-9365 AUDIO OSCILLATION 
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Some users have reported an audio oscillation when the AF gain 
control is set between 16:08 and 12:69. : 


The cause may be that Signal Unit (X57-189989-xXx) capacitor C642 is 
installed backwards. See figures below. Please change your 
service manual schematic to reflect the correct positioning when 
you check the board. 
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Schematic PC Board View 


Note: This change is applicable to units before S/N 367XXxXxX. 
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